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1. “lectric power in the Tbilisi (l1-)2N, hh-)5") area is abundant, and new 
stations are constantly being built. The numerous power wires extending in 
all directions indicate that the power station at Spetak (sic), wich is 
located between Leninakan (hO«)85N, 13-50%) and Tbilisi, is the one that 
supplies enersy for the whole district.* On the Spetak-to-Tbilisi linc, 
after three or four stations and all the way to the vicinity of Thilisi, 
there is no electricity and the stations use var len,s for lighting. How- 
ever, on both cides of the line, villazes and towns can be seer in the distance 
fully Lirhted vith electricity. This vacuum is connected with the artificial 
lake in process of construction in the vicinity of Tbilisi, A lake has 
been formed about 20-25 um to the east of Thilisi in a wide valley, one side 
of which has been plugzed vith a dam. Construction of this dam has been 
eon. leted, and water is already runnin? into the valley. It is believed that 
thie valley will be illéd‘vitin 11/2 - 2 years. As soon as the lake is 
formed,a large zower station will be erected on the dam, and secondary 
yover stations will be built alon7 canals which till be erected in many 
directions from the laze. The vacuun referred to above will be filled with 
power eurplied by tvo stations to be built on a canal erected in that 
direction, The “ost ,owerful station detveen Toilisi and Batumi (11-30N, 
h1-3°7%) is located attioni, There is a separate powor station at Kobuleti 
(11-Sot, 15%). Both these zownr stations and those loaated at Sukhumi 
(13-00%, 1-027) and at Batumi are.all connected with one another in order 
to safecuard acainst 21 eventualitics. 


2, The railroad between Toilisi and Bat-ni is electrified only to Saitredi 
(h2-LLN, 12-20%) station. ovever, it is sald that in about three ~ont%s 
the lin’ vill be com. letely electrified, Between Seninakan and Tbilisi, 
the railroad is not electrified, and there is no sion or indication that 
it is in the rrocess, or that -repar&tions are beinz nade to cov.lete the 
electrification of that line. From S,etak in the direction of Tbilisi, tere 
is a “muntainous revion where the railroad circles the valley. ‘ere are 
“any railroad bridees and reinforced concrete ;,illars supggortinz tve rails. 
All these ar> under strict “Llitary .rotection, The Leninakan-Tbhilisi-Batuni 
and roti lines ar? all sinzle track. 25X1A 


BE Cornent: The power station at Spetak is possibly identical with 
the Khran °S at lolotevo. 
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